

This report is required by law (7 USC 2143) Failure to report according to the regulations See attached form for Interagency Report Control No.. 

-_p additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 81-R-0001 

CUSTOMER NUMBER: 1067 

FORM APPROVED 

OM0 NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

University Of Montana 

Dept. Lab. Animal Resources 

Telephone: 

(406)243-5790 


Missoula, MT 59812 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 

5. Cats 

6. Guinea Pigs 

7. Hamsters 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surger/ but not y 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of anirr’a!? 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 


Number of onirrialc upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

{ COLUMNS 
C + D + E) 


8. Rabbits 

9. Non-human Primate 


0. Sheep 

1. Pigs 

2. Other Farm Animals 

3. Other Animals 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, ^algesic^n^ tranquilizing drugs, prior to, during, and folio 

actual research, teaching, testing, surgery, or experimentation were followed by this research facility. LilHU -i- ^00 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal 

investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the 
lACUC^approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) Tlie attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal ca 
















This report is required by taw (7 USC 2143) Failure to report according to the regulations 
can 

See attached form for 
additional information 

Interagency Report Control No ^ f 

UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: 81-R-0002 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

CUSTOMER NUMBER: 1 069 

OM8 NO 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

Montana State University 


( TYPE OR PRINT) 

Animal Resource Center , . 

Telephone: 

P. 0. Box 173640 

(406)994-6803 

Bozeman, MT 59715 


3, REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 

A. B. Number of 

animals being 
! bred. 

Animals Covered conditioned, or 

By The Animat held for use in 

Welfare Regulations i teaching 

testing, 
experiments, 
research, or 
surgery but not y 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 

tests were 

conducted 
involving no 
pain, distress, or 
use of pam- 
retieving drugs. 

D. Number of animals 
upon which 

experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. (An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

i 

TOTAL NUMBER 
; OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 1 





5. Cats — 

20 

20 ^ _____ 

_ 

40 

6. Guinea Pigs 


I 


7. Hamsters 





8. Rabbits “ 

568 

U7 


685 

9. Non-human Primate ; ” 



- 

6 

0. Sheep 


i 


1. Pigs ^ 


I 

i 

1 

2. Other Farm Animals i 

I 

i 




j 


3. Othef Animals 


i 

I 


Sheep , 


8 

- 

8 

i _ 

Gerbils __ ! 

I 

10 

- 

10 

I 



; .t 1.V : i 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranquilizing drugs, prior to. during, and folio 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. . y / j 

2} Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal 
Investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the 
tACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the specjes_ajndjimTiber of animals affect ed. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal ca 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

•e or Pnnt 

DATE SIGNED 

j / 





( AUG 91 ) 





— 'V V. 


Tnis repi/rl is required by luw (/ USC 2143) Fuilure lo repori jccordUK) lu the requlal ions can 
resiill in an order lo cease and desist and to be srrbiecl to penalties as provideii tor in Section 21 ‘jU 


See reverse sicJe lor 
additional intorrnation. 


Interagency Hepr^rt Control Mo 
OiaO-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGI^TRATION-NO. 

K - OQQH 


FORM APPROVED 
OM8 NO 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name ant/ Adiiross, as rogtsteied with USOA. 
inc/t/(/e Zip Code) 

K' U' ClvL^ U ^ ~J~^ Z 

S53 Oic\^ C^r\Jc^i\iS RA 

M. 'T 


3. reporting FACILITY (List all locations wtiere animals were housed or used m actutil reseai(:h, lesttiuj, teaching, or experiinenlalton. or held lor these purposes Attach additional 
sheets il necessary ) 




55 S oul (ZruJicc,^ M~r 


FACILITY LOCATIONS fSr/es; 


I report of animals USED BY Of 

UNDER CONTROL Of 

RESEARCH FACILITY 

{Attach adiditional nheot-j il nr'cessarv or use APHIS FORM /02SA.) | 

A. 

Animals Covered 

By The Animal 

Wellare Regulations 

B Number of 
animats being 
bred, 

cotuiilioned, or 
helfJ (or use in 
teaching, leslmg, 
experirirenls, 
research, or 
surgery but no! 
yet used tor such 
purposes 

C Number ot 
animals uporr 
which leaching, 
research, 
experunents, or 
tests were 

conducted 
involving no 
pain, (Jisi ress, or 
use o( pain- 
relieviny drugs. 

Nmntier ot animals upon 
wtuch experiments, 
teacdiing, researr;h, 
surgery, or tests were 
conducted involving 
accompany ing pain or 
liistress to Ifie animals 
and for whicti appropriate 
anesthetic, analgesic, or 
Iranquili^mg drugs were 
used 

E. Number o( animals upon which lea(;hmg, 
expeiiments, research, surgery or tests were 
crjnducled involving accompanying pain or distress 
to die animals and tor which die use ol appropriate 
anesttietic, analgesic, or tranquilizing ijrugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests (An explanation o( 
tt)Q procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

f. 

TOTAL NO 

OF ANIMALS 

(Cols. C -F 

D + E) 

4. Doys 

0 




0 

5. Cats 

r> 




o 

6. Guinea Pigs 

o 




o 

7. Hamsters 






o 

3. Rabbits 

; 




o 

9. Non-human Pntnaies 

p 




rh 

' y 

10. Sheep 

pQ H 



\ 

1 

O 

V. ^-dS 1 




■ 1 

O 

12. Other Farm Animals 

b 




o 







13. Ottier A.-'i-nais 

o 





















j - < -N 


ASSURANCE statements 







It Prulessionally accrrptable standards (governing (he cate, lre<il)ruMit, and use ot animals, inclijtlinq approriate ilse,()i a f nr st tie 1 1^. analgesic, and, Lruiupiili.'mg drinjs, prior to, doniuL 
and tolitjwing actual researcti, teaching, tfisting. smgrny, or expetimenlalion were tntlowed by Itus rrrsearcti LJcility ^ * ii 

t-acrt i)rtnct[jal mvestiyalor tias considered alternatives to p<iinliit in ocertures 

3) Tins tacilily is aiitiming to the standards and trxjiilat ions iituier d*e Aia. and it ruis required Itial exceptions uj ttie staTrdiTfdVaii'dTegujatiot^ SireV’died and exptamed by it,e 
priiuafral invest igtdur and approved tty (he tnsidni lon.il Aeinuil C.ire <jiid Ust; Coimniiief? (lACUC) A summary of all Such exceptions is attached to this annual rcporl. In 
addtlion Kt rdentilying Itte lACUC aftpiuved exceolions, Itiis summaiy iiuaudes a ttiie! expiaiiatHin ol ttie excejdi ons . as well as tfie.SPecies and .immbeuuLantmals aflecled 


the alleiidiiKj velerinaiuin fitr ttiis 
animal car e and use 


c'aicii taiald/ tuis a[t[itopriaIc« autiiunty lo 


; Itu! [uwvisioti ot adequate vetennary care aiuj io oversee ttie adequacy ol oliua asfnnas id 


CKH riFlCA riON HY UKAIX^IJAKIKS KKSEAKCH KACIIJIY OFFICIAL 
(Chief Executive OrHcer or l.e^ally Kesponsi hie Institutional Ofllcial) 

I certity dial ttie atiove ts liiuq corOM.I , and lajinplcdr* (7 U S C Sc'cdon 2143) 


signature OF C.E.O. OR INSTITUTIONAL OFFICIAL 


WAfcJP S. TITI P rsc n a r\ f'lO i m ctiti m ai /-^cci/^iai 


or Pni\t) 


DATE SIGNED 

4. 



APHIS FORM 7023 
{AUG 91) 


(Repkiidis VS FORM I 8-23 (OCT 88), whicti is obsolole ) 


PA.RT 1 - HEAT QUARTER; 






This report is required by law (7 USC 2143). Failure to report according to the regulations See attached form for Interagency Report Control No.: 

additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 81-R-0008 

CUSTOMER NUMBER: 1295 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Warodon Antibodies 

11 Hodgman Canyon Road Telephone- 

(406)587-9681 

Bozeman, MT 59715 

1 3. REPORTING FACILITY ( List ail locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 

A. B. Number of 

animals being 
i bred, 

Animals Covered conditioned, or 

By The Animal jp 

Welfare Regulations teaching. 

testing, 
experiments, 
research, or 
surgery but not y 

C, Number of | D. Number of animals 

animals upon upon which 

which teaching, j experiments, leaching, 

research, ; research, surgery, or 

experiments, or tests were conducted 

tests were involving 

conducted accompanying pain or 

involving no distress to the animals 

pain, distress, or and for which 

use of pain- appropriate anesthetic, a 

relieving drugs. ■ 

! E. Number of animals upon which teaching, ' F. 

I experiments, research, surgery or tests were 

j conducted involving accompanying pain or distress TOTAL NUMBER 

1 to the animals and for which the use of appropriate 

anesthetic, analgesic, or tranquilizing drugs would 

have adversely affected the procedures, results, or t immq 

' interpretation of the leaching, research, experiments, | GULUIvlINo 

surgery, or tests. ( An explanation of the procedures C + D + E ) 

producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

4. Dogs 

j : 

5. Cats 

: 

6. Guinea Pigs 


7. Hamsters 

i 

3. Rabbits 

S'iY- J/G ~ 

9. Non-human Primate 



0. Sheep 



1. Pigs 

i 1 

2. Other Farm Animals i 

! 



3. Other Animals 



I : : 



i 

i ' . : ' 

1 ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesip.^dtraRquUizip^d^rugs, prior to, during, and folio 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. i 'U.. V / J ^!J[jQ 


2) Each principal investigator has considered alternatives to painful procedures. ■. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be’specifled and explained by the principal 

investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions! is attached to this annual report In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and n umberof-enimalS' affected.- ~ 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal ca 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 


APHIS FORM 702/ 
( AUG 91 ) 


(Replaces VS FbRM 18-23 y6CT 88), which is obsolete. 


DATE SIGNED 

'///s/a<P 














Annual Report Site Listing: 

Customer ID and Site Address: 

CustID: 1295 

310 Oldtown Road 
Three Forks, MT 59752 
County: Gallatin 


Telephone 

(406)285-4227 


98 High Plains Road 
Belgrade, MT 59714 
County: Gallatin 


(406) 388-4388 





This report is required by law (7 USC 2143). Failure to report according to the regulations See attached form for Interagency Report Control No.; 

-j,- additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 81-R-0009 

CUSTOMER NUMBER: 1637 

FORM APPROVED 

0MB NO. 0579-0036 


Horse Mones 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

670 Honey House Rd. -r . i. 

Telephone; 


(406)961-4767 


Corvallis, MT 59828 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


6' 'A.witi 



FACILITY LOCATIONS ( Sites ) - See Atached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY { Attach additional sheets if necessary or use APHIS Form 7023A ) | 

A. j B. Number of 

animals being 
bred. 

Animals Covered conditioned, or 

By The Animal for use in 

Welfare Regulations teaching, 

testing, 
experiments, 
research, or 
surgery but not y 

C. Number of j D. Number of animals 

animals upon i upon which 

which teaching. experiments, teaching, 

research, research, surgery, or 

experiments, or tests were conducted 

tests were involving 

conducted accompanying pain or 

involving no distress to the animals 

pain, distress, or ■ and for which 

use of pain- appropriate anesthetic, a 

relieving drugs. 

E. Number of animals upon which teaching, F, 

experiments, research, surgery or tests were 

conducted involving accompanying pain or distress : joTAL NUMBER 

to the animats and for which the use of appropriate ANIMALS 

anesthetic, analgesic, or tranquilizing drugs would 

have adversely affected the procedures, results, or / oni i iiUfMC 

interpretation of the teaching, research, experiments. ( L»Ui_UmrMo 

surgery, or tests. ( An explanation of the procedures ! C + D + E ) 

producing pain or distress in these animals and the i 

reasons such drugs were not used must be attached to 

4. Dogs 


5. Cats 


6. Guinea Pigs 

i 

7. Hamsters 

. ^ 

8. Rabbits 



9. Non-human Primate 



0. Sheep 


1. Pigs 


2. Other Farm Animals 






TT 


3. Other Animals 

1 








; 1 "■ ^ 

j ASSURANCE STATEMENTS ' ! : | 


Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and folio 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. | i ; I , NOV 2 7 2000 

Each principal investigator has considered alternatives to painful procedures. 


This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the s andart ^ and reou l qUons fa&. spficifted.ao4 explaiped by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exc options is thi^anHuaCfei^^rt. In additbn to identifying the 

lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species ar d number of apir^^&'aff^e^, CA 


indart ^ an< 


aai i 















FACILITY LOCATIONS ( Sites ) - See Atacfied Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animats being 
bred. 

conditioned, or 
held for use m 
teaching, 
testing, 
experiments, 
research, or 
surgery but not y 


C, Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


4. Dogs 


6. Guinea Pigs 


D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animats and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E) 


7. Hamsters 


9. Non-human Primate 


0. Sheep 


2. Other Farm Animals 


3, Other Animals 


ASSURANCE STATEMENTS ;• - ^ .V ^ ^ 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetiC, analgesic, and tranquilizing drugs,' prior to, during, and folio 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. i ! ' , ; ; 


2) Each principal investigator has considered alternatives to painful procedures. L- U OCT - 6 2000 

I i _ : 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards an0 regulations be specified and explained by the principal 

investigator and approved by the Institutional Animal Care and Use C -nmittee (lACUC). A summary of all such exceptions is aftacfiecFto th4S.anouai.xeB.ort.Tn addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. ' 2 > , . 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterirratyrare arrd to- oversee the adequ 4 jqy_of_oth[er aspects of animal ca 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

/ r^hiAf P nf I AnolKf Dac SKIa Inc-fiii itiAnal Official \ 


DATE SIGNED 












Annual Report Site Listing: 

Customer ID and Site Address: 

Cust ID: 1642 

Animal Care Center 
West Of Hardin 
Hardin. MT 59034 
County: Big Horn 


Telephone 

(406)665-2699 



